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Dr. William L. Steele 
Tobacco Institute Testing Laboratory 
2 Taft Court, Suite 201 
Rockville, Maryland 20850 



Dear Dr. Steele: 


The monitor data that was generated during the smoking of the six samples for the 
interlab sample comparison are given below. Each value consists of nineteen replicates. 
These monitors were smoked during the runs for the samples labeled Cl through C6. 

If you have any questions, please call me. 



Tar 

Nicotine 

X 

16.7 

1.15 

Std. Dev. 

0.5 

0.04 


TPM 

H20 

Puff Count 

21.4 

3.6 

9.2 

0.9 

0.4 

0.2 


Sincerely, 




v 

/ J. fe. Wickham 


Cigarette Testing Services 


cc: Mr. W. F. Kuhm 

Ms. B. S. Mait 


MARLBORO BENSON S HEDGES MERIT VIRGINIA SLIMS PARLIAMENT LIGHTS PLAYERS SARATOGA CAMBRIDGE ALPINE MULTIFILTER 


PM3000880633 


Source: https://www.industrydocuments.ucsf.edu/docs/xjyk0001 


